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BILL NO. S-77-09- /C 


SPECIAL ORDINANCE NO. S- 


AN ORDINANCE approving a contract with 
Rems Corporation for materials for 
the Three Rivers Filtration Plant. 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF 
FORT WAYNE, INDIANA: 

SECTION 1. That the contract dated August 22, 1977, 
between the City of Fort Wayne, by and through its Mayor and the 
Board of Public Works and Rems Corporation, for: 

Rewinding for: 500 H.P. 1200 R.P.M., 

3 phase 60 Hz, 2300 Volts, Form BL 1.0 

P.F. Frame 7567, Type TS General Electric 

Synchronous Motor, Stator only 

Serial No. 5280606. 

Total: $4,350.00 

all as more particularly set forth on City Utilities Purchase 
Order No. 9135, which is on file in the Office of the Department 
of Purchasing and is by reference incorporated herein, made a 
part hereof and is hereby in all things ratified, confirmed and 
approved. 

SECTION 2. This Ordinance shall be in full force and 
effect from and after its passage and approval by the Mayor. 







Rea'd the first time in full and on motion by. 




, seconded by 


, and duly adopted, read the second time by title and referred to the 

/ 


Committee on 


_(and thej Mty Plan Commi ssion for 


recommendation) and Public Hearing to be held'after'due legal-not ice, at t he Council Chambers, 
City-Cojanty-B-uii-dtngTTort Wayne, Indiana, on _ 
of 


'T'The. 


day 


. M. ,E.S.T. 


DATE: 


$-77 


CITY CLERK 


Read the third time/in full and on motion by 

J/ ^ 




seconded by , 

/ L / 

PASSED (LOST) by the following vote: 


AYES NAYS 

TOTAL VOTES 

9 #, 

BURNS 

7 

HINGA 

L/ 

HUNTER 

1/ 

MOSES 

</ 

NUCKOLS 

t/ 

SCHMIDT, D. 

LX 

SCHMIDT. V. 


STIER 

TALARICO 

' ^ 

DATE: 



and duly adopted, placed on its passage. 


ABSTAINED 


ABSENT TO-WIT: 




CITY CLERK 

Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, as 

(3QNINOJYLAR-)-.-(GENERAL)'.(ANNEXATION) (SPECIAL) (APPRO PRIATIO N ORDINANCE 

(RESOLUTION) No 7 7 o n the d ay of , 19-^7 

ATTEST: (SEAL) 



CITY CLERK ^RESIDING OFFICE' 

Presented by me to the Mayor of the City of Fort Wayne, Indiana^on the 
day of 7^— 19^7/at the hour of g^^/d 'clQck fjr M . ,E.S.T. 


Approved and signed by me this 
at the hour of o'clock 


3?^ 


CITY CLERK 









































































































S-77-09-16 


Bill No. 

REPORT 0? THE COMMITTEE ON CITY UTILITIES 

? s> your Committee on City Utilities _ • to whom was referred an Ordinance 

approving.a .contract with Rems Corporation for materials for the Three Rivers 
Filtration Plant 


have had said Ordinance under consideration and bag leave to report back to the Common 



JAMES S. STIER 






























Memorandum 

j 0 H. P. Wehrenberg, Board of Works _ .Date August 22, 1977 

From Ruth Wingfit, Purl-hag ing pppar+mgnt----_-—---- . . 

Subject Pick-Up, Rewinding Stator only _ ■ _ .. 


COPIES TO: 

A. N. Hepler 
P. Fulkerson 


Herewith is Emergency Purchase Order No, 9135 which is prepared 
favoring Rems Corporation for Pick-Up, Rewinding and Returning Stator 
only - for Three Rivers FiItration Plant. 

Two C21 written quotes were received through the Three Rivers 
Filtration Plant with Rems Corporation being the lowest at $4,350.00. 

Attached are the following documents in support of the recommendation 
for acceptance of Rems Corporation quote: 

1. Copies of Quotations. 

2. Purchase Order No. 9135, 

3. Memorandum from Purchasing Department, 

It is urged that in referring this bid-quote to the City Council 
for enactment of an ordinance, that all of the attached items, together 
with this memorandum Cor copiesl, be included with the proposed ordinance. 

Please make sure that no confirming Purchase Order Number Csl is 
given to Rems Corporation until evidence of Council approval Is furnished 
to the Purchasing Department. 



Approved 


A. C. Lord' 


SOARS Of 



K.YfOSKS 
*1 I 















9135 


—®0W (3DEF FQ)DBT HSfiWIE 

CITY UTILITIES 

DEPARTMENT OF PURCHASES 
ROOM 950 CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN SJREET 
FORT WAYNE .INDIANA 46802 


r 


L 


Rems Corporation 
Nussbaum Division 
220 Eat Douglas 
Fort Wayne, Indiana 46802 


~1 


J 


ORIGINAL 

PURCHASE ORDER NO. _ 


DATE. 


Tnis number must appear on each pack¬ 
age, packing slip, invoice, bill of lading, 
express receipt and correspondence. 


August 22. 1977 


SHIP 


TO — 


MAIL ALL 


,h w E aT.is.rs 


Three Rivers Filtration Plant 

Griswold Drive 

Fort Wayne, Indiana 46803 


GENERAL ACCOUNTING 
4th FLOOR CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE, INDIANA 46802 

INVOICE IN DUPLICATE. INCLUDING 
CERTIFICATION AS REQUIRED BY- 
INDIANA STATE BOARD OF ACCOUNTS 


RECEIVED 

ORDERED 

DESCRIPTION 

« c 0 t n S" 

UNIT PH.ce 

TOTAL 



2 

Rewinding for : 500 H.P. 1200 R.P.M., 3 phase 

60 Hz, 2300 Volts, Form BL 1.0 P.F. 

Frame 7567, Type TS General Electric Synchronous 
Motor, Stator on 1y 

Serial No. 5280606. 

1 77 

O 1 X 

[44 Yj c ■ ' 

>* > i ■ J Yo. 

|r ATTENTIO 

_ .. _ , , Send! all Invoices to^deneral 

Del .very 5-6 weeks -. 4th Floor, City-County 

Terms: Net 30 days i E Main st. 

Fort Wayne, Indiana 4 

Show P. O. Number on Pa 
CONFIRMING and , nvoice . 

SUBJECT TO COUNCILMANT&APPROVAL 

-633.03 

f ~V 

c: -oJiTT 

sjl M 

Accounts 

Bldg. 

6802 
eking Slip 

\oJtai 

1g 

$ 4,350. 

)0 

RW/pl #510 


NOTE. TERMS OF PAYMENT MUST BE SHOWN ON FACE OF INVOICE. OTHERWISE A 2% CASH DISCOUNT WILL BE TAKEN 7 


BY- 




CONDITIONS 
























City Utilities 


yc& 


6 , 


PURCHASE REQUISITION 


If 


/? /?77 


Please order'the following Material for Delivery as Specified: 
To be delivered 


7 




/0s**^zXr 


_Req. No_ 


On or before__P. O. Kn . *9/ 







































NUSSBUAM DIVISION 

REMS CORPORATION • 220 E. DOUGLAS STREET, FT. WAYNE, IN. 46802 • PHONE (219) 422-7452 
FORMERLY: NUSSBUAM ELECTRIC COMPANY 


August 15, 1977 


City of Fort Wayne 
Filtration Plant 
Griswold Drive 
Ft. Wayne, Indiana 46805 
Attn: Paul Fulkerson 

Dear Paul, 

We are pleased to confirm for your consideration, our 
telephone quote of 8-12-77* 

Rewinding for: 500 H.P., 1200 R.P.M., 3 Phase, 60 Hz, 

2300 Volts, Form BL 1.0 P.F., Frame 7567? Type TS, 
General Electric Synchronous Motor, Stator only. Serial 
No. 5280606. 


$ 4,350.00 
5 to 6 Weeks 
Net 30 Days . 


Your cost 

Delivery 

Terms 


The above quotation is based on us picking up the stator at 
your plant, rewinding, and returning to you. 

We would like to thank you for this opportunity of quoting 
you on this job and hope to be favored with the order. 


Respectfully submitted. 


REMS CORPORATION 
Nussbaum Electric Division 



William P. Grimme 
Division Manager 


-WPG/mg' 



QUOTATION NO. 1^09-77 


GENERAL 



ELECTRIC 


GENERAL ELECTRIC COMPANY 
APPARATUS SERVICE DIVISION 


on form FN-872 

NOTICE This quotation on the services described below is subject to the 
terms and conditions on the face and back of this letter, and is void unless 
accepted within 15 days from date hereof, and, in the meantime, is subject 
to change upon notice. It supersedes all previous quotations and agreements 
relating to this transaction. Please refer to this quotation by number in any 
order placed with us for described work, and address all letters to our office 

at 3830 Northrop Avenue 

Ft. Wayne, Indiana 46805 


August 16 s 1977 


City of Fort Wayne 

One Main Street 

Three Rivers Filtration Plant 

Fort Wayne s Indiana 46802 

Attention: Mr. Fulkerson 

Gentlemen: 

The following are our proposals for repairing your 500 HP General Electric Synchro¬ 
nous Motor, Model 7567s Type TS, 1200 rpm. No. 5280606 . 


Option A: Stator only received 

Strip and clean stator 
Furnish and install stator coils 
Varnish treat and hake stator 

Option A Net Total $4,646.93 

Option B: Complete motor and exciter erceived 
Disassemble motor and exciter 
Clean and inspect all parts 
Rewind synchronous stator 
Varnish treat and bake rotor 
Turn collector .rings 

Varnish treat and bake exciter armature and fields 
Turn and undercut commutator 
Assemble, test and paint 

Option B Net Total $6,197-23 

We thank you for the opportunity to quote and hope you will favor us with your 
order. If you have any questions, please contact me. 


Sale of any service covered by this quotation is condition*^;upon the terms contained herein, including those on the.back.of this quotation. Any additional or. 
different terms proposed by the customer are objected to ancFwiir not be binding upon the Company, unless specifically assented to in writing by the Company's 
authorized representative. 

Note that no implied warranty of merchantability or fitness for purpose applies and that any claim that the services described herein are a'warranty or other 
obligation of the Company must be made in writing prior to, or at, the time you place your order. 

Seller certifies that all goods described herein will be produced in compliance with all applicable provisions of the Fair Labor Standards Act, as amended. 


>1-872 (4-75) re 


(11-75) 



-MODIFICATION, TEST OR RENTAL S 







































- - ■ - REMS CORPORATION (NUSSBAUM DIVISON) 

TITLE OF*ORDINANCE special ordinance - city utilities purchase order no. 9135 
REQUESTING ORDINANCE board of public works . _ 

SYNOPSIS OF ORDINANCE city utilities purchase order no. 9135 - rems corporation 

(NUSSBAUM DIVISION) FOR THE THREE RIVERS FILTRATION PLANT IN THE AMOUNT OF $4,350.00 
TO REWIND 500 H.P. 1200 R.P.M., 3- phase 60Hz, 2300 Volts, Form BL 1.0 P.F. Frame 7567, 
Type TS General Electric Synchronous Motor, Stator only. Serial No. 5280606. 


(EMERGENCY REPAIR) 

'THIS WAS THE LOWEST OF TWO QUOTES RECEIVED 


(SEE ATTACHED MEMORANDUM) 


EFFECT OF PASSAGE repair of stator for three rivers filtration plant 


EFFECT OF NON-PASSAGE _ impair operations 


MONEY INVOLVED (Direct cc-sts. Expenditures, Savings) $4,350.00 from'water utility 


ASSIGNED TO CCOT1TEE 





























